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ANNUAL  REPORT  OF  THE  MEDICAL 
OFFICER  OF  HEALTH  FOR  1938, 


To  the  Chairman  and  Memhers  of  the 
Beverley  Rural  Distriet  Council. 

Lady  and  Gentlemen, 

I have  the  lionour  to  present  my  Annual  Eeport  for 

1938. 


The  general  health  of  the  district  is  satisfactory.  The 
number  of  births  was  266,  giving  a birth-rate  of  15.63. 
The  number  of  deaths  from  disease,  excluding  the  Mental 
HosiDital,  was  189,  giving  a death-rate  of  11.10. 

The  number  of  cases  of  Diphtheria  was  13,  and  of 
Scarlet  Fever  20  (which  is  an  increase  on  last  year’s  figures 
of  2). 


There  were  9 new  notifications  of  Tuberculosis;  the 
number  of  cases  on  the  Register  is  62,  \yhich  is  an  increase 
of  1 on  last  year. 

It  will  be  noted  in  a later  part  of  this  Report  that 
the  work  of  the  Department  has  increased  enormously,  and 
T see  no  prospects  of  it  diminishing. 

There  are  25  Parishes  in  the  area,  24  of  which  have 
Parish  Councils,  and  one  a Parish  Meeting. 

The  inhabitants  are  largely  employed  in  Agriculture, 
but  many  find  industrial  emiployment  in  the  City  of  Hull  or 
the  Rorough  of  Beverley. 
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The  chief  local  industries  are  Shipbuilding,  Cheniical 
Works,  Aircraft  Construction,  Cement  Works,  and  Spelter 
Manufacture. 


GENERAL  STATISTICS. 

Area,  91,488  acres. 

Population,  17,020  (Registrar-Generars  Figures). 
Number  of  inhabited  houses,  4,632. 

Rateable  Value,  £78,923. 

Sum  represented  by  a Penny  Rate,  £290. 


VITAL  STATISTICS. 


Births — 


Legitimate  

Illeffitiirate  

Male. 

124 

9 

Female. 

123 

10 

Total. 

247 

19 

Total  

133 

133 

266 

Eirth-rate  per  1,000  per  annum 

..  15.63 

An  increase  on  last  year  of  

..  1.05 

Birth-rate  for  United  Kingdom  .. 

..  15.10 

Births — 

Legitimate 
Illegitimate 

Deaths — 

Male.  Female.  Total. 

107  82  189 


Death-rate  per  1,000  per  annum  11.10 

A decrease  on  last  year  of  2.40 

Death-rate  for  United!  Kingdom  11.6 


Male.  Female.  Total. 
7 5 12 

0 0 0 
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The  iiiiniber  of  Wonieii  dying  in  or  in  consequence  of 
Child-birth  was  NIL. 

Deaths  of  infants  under  one  year:  — 


Legitimate  9 

Illegitimate  4 

Total  13 


A decrease  of  4. 

Death-rate  of  Infants  under  1 year:  — 

All  infants  per  1,000  live  births  48.50 

Legitimate  infants  per  1,000  legitimate  live  births  ...  36.51 
Illegitimate  infants  per  1,000  illegitimate  live  births  ...210.52 


Deaths  from  Measles  

...  1 

Diarrhoea  (under  2 years)  , 

...  ,2 

Cancer  

...  30 

Whooping  Cough 

...NIL 

NOTIFIABLE 

DISEASES. 

Total  Cases 

To 

Disease.  Notified. 

Hospital 

Deaths. 

Small  Pox  

Nil 

Nil 

Nil 

Scarlet  Fever  

20 

20 

Nil 

Diphtheria  

13 

13 

Nil 

Enteric  Fever 

(including  Para  ty ph  o i d ) 

1 

1 

1 

Puerperal  Fever  

Nil 

Nil 

Nil 

Puerneral  Pyrexia  

2 

1 

Nil 

Pneumonia  

10 

not  known 

4 

Other  Infectious  Diseases — 

Erysipelas  

1 

Nil 

Nil 

Anthrax  

Nil 

Nil 

Nil 
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AGE  IXCIDENCE  OE  INFECTIOUS  DISEASE. 

Years  0 1 i2  G 4 5 10  15  2o  85  45  o5 


— ‘2  8 4 5 10  15  20  85  45  65  over 

Sea  riel  Fever  — 1 2 1 1 3 4 3 4 1 — — 

Dipliiheria  — — 1 1 1 42  31  — — — 

rneuinoiiia  1 — — 2 — — 1 1 — 1 4 — 


TUBERCULOSIS. 


New  Cases 

AND  iM0HT'»LLTTY  DURING 

1938. 

0 

New  Cases 

Pulmonary  Non-Pul moiiary  ' 
M F M F 

Deaths 

Pulmonary  Non-Pulmouary 
M F M F 

1 

10  

1 

15  

1 

20  

1 

1 

25  

2 

2 

3 

35  

2 

1 

1 

45  

1 

1 

55  

65  &:  upwards 

4 

2 ...  3 

3 

3 1 ... 

Total  9.  1 

Total  7. 

The  notifienti? 

-’ll  of  Tuberculosis 

in  this 

area  is  good. 

No  caso  of  Tuberculosis  lias  occurred  aiiioiig  those 
(•juj)l-_yed  ill  the  hlilk  Trade. 


No  action  was  taken  by  the  Council  under  the  Public 
Health  Act,  1925,  Section  62,  re  compulsory  removal  to 
llo.'pital. 


PATHOLOGICAL  EXAMINATIONS. 

91  Pathological  Examinations  were  u^ade,  of  which 
14  were  positive  Diphtheria,  8 positive  Tuberculosis,  and  in 
addition  there  were  2 examinations  of  Faecis  and  1 Blood 
Film. 
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1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 
9. 

10. 

11. 

12. 

13. 

14. 

15. 

16. 

17. 

18. 

19. 

20. 


21. 

22. 

23. 

24. 


25. 

26. 

27. 

28. 


29. 

30. 

3 1 . 

32. 

.33 . 

31. 


.>0. 


CAUSES  OF  DEATH. 

Male. 


All  causes  

Typlioid  and  Paratyphoid 

Measles  

Scarlet  Fever  

Whooping  Cough  

Diphtheria  

Influenza  

Enceph  ; lethargica  

Cerebro-spinal  Fever  

.Tub.  of  Resp.  System  

Other  Tuberculosis  

Syphilis  

G.P.I.  tabes,  &c 

Cancer  

Diabetes  

Cerebral  Haemorrhages,  &c.  ... 

Heart  Disease  

Aneurysm  

Other  Circulatory  Disease  ... 

Bronchitis  

Pneumonia  (all  forms)  

Other  Respiratory  Disease  ... 

Pejitic  Ulcer  

Diarrhoea  (under  2 years)  

Appendicitis  

Cirrhcisis  of  Liver  

Other  Liver  Disease  

Otlier  Digestive  Disease  

Ac.  and  Chr.  Nephritis  

Puerperal  Sepsis  

Other  Puerperal  Disease  

Con.  deb.,  Prem.  Birtlp  &c.  ... 

Senility  

Suicide  

Other  Violence  

Other  Defined  Disease  
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1 


o 

O 


3 

1 


13 

1 

5 

28 

5 

1 

2 

2 

2 

1 

1 

1 

1 

2 


4 

1 

14 

15 


Female.  Total 
82  189 

— 1 


2 

i 

3 


17 

2 

7 

19 

5 

4 

2 

2 

1 


2 

2 


1 

1 

3 

3 

4 


5 

1 

6 
1 


30 

3 

12 

47 

10 

5 

4 

0 

4 

2 

1 
1 

3 

4 


5 

2 

3 

17 

19 


36.  Ill -defined  or  not  known 
Including  under  35  : — 


Male.  Female.  Total. 

— 1 1 


Folioniyelitis  ... 
Polioencephalitis 
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82  189 


CLINICS. 


Tuberculcds — Provided  by  the  County  Council  at 


Beverley  and  Driffield. 


Maternity — N il . 

Child  Welfare— Nil. 

School— Nil. 

Venereal — Hull  Venereal  Clinic. 

Pathological  Specimens  are  sent  to  the  Pathological 
Department,  Hull  Royal  Infirmary. 

There  are  certified  Midv.dves  living  in  the  Brough  and 
Woodmanse}"  areas.  Since  August,  1937,  the  Midwifery 
service  has  been  under  the  control  of  the  County  Council, 


HOSPITALS. 


T uhercido^h  Patitntii  are  admitted  to  the  County 
Council  Sanatorium  at  Ray  well. 

Mnftrnit  . — There  is  a Maternity  Home  in  Dritiield 
to  which  cases  from  this  area  may  be  sent,  and  cases  of 
difficulty  may  be  sent  to  the  York  Maternity  Hospital. 

< 'h 'ihjren. — Cases  are  sent  to  the  Children’s  Hospital, 
Hull.  Infe'.tious  easels  are  sent  to  the  County  Council 
Hospitals  at  Driffield  and  Howden. 


ton. 


Small  ro:s. — Countv  Council  Hospital,  near  Pockling- 
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Gtntral. — Cases  are  sent  to  tlie  Hull  Infiru'ary,  Hull, 
and  to  tlie  Beverley  and  Driffield  Cottage  Hospitals. 

A nihuJanct  Fac  'ditits. — Up  to  tlie  present  looinent  no 
serious  difficulty  lias  been  experienced  by  tlie  inadequacy  of 
t'le  ambulance  facilities  already  provided,  or  by  the  lack  of 
co-ordination  of  the  services  provided.  Cases  of  infectious 
ciisease  are  ccnveyecl  in  the  two  ambulances  provided  and 
maintained  for  the  Driffield  Isolation  Hospital. 

An  ambulance  provided  by  the  Red  Cross  Society  and 
ni3,intained  by  th.e  East  Riding  County  Council  is  available 
for  a large  portion  of  the  district  for  the  conveyance  of  cases 
of  illness,  accidents,  etc.,  other  than  for  Isclation  purposes. 

An  ambulance  is  also  provided  at  liull,  which  is 
available  for  accidents,  etc.,  in  the  Southern  portion  of  the 
Iff  strict. 


ll&altJi  Yi-'iitors. — This  service  is  provided  by  the  East 
Riding  County  Council. 

0 riho  lAtdic  T rtatment . — Arrangements  have  been 
made  whereby  these  cases  can  be  admitted  to  the  Orthopaedic 
iic.spital  at  Kii'by  Mocrffde,  and  a.  Clinic  is  provided  by  the 
Easi  Riding  Couiitj?-  Council  at  Driffield  for  Out-Patients. 

E.  G.  DOBSON,  D.S.O.,  M.E.,  Cli.B., 

Medical  Officer  of  Health. 


June,  1939. 
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Aiiir.ial  Keport  of  tiie  ]\Jedical  OiTicer  of  Healtli  for  tlie  year 
193S  for  the  Rural  Distriet  of  Beverley  in  the  County 
of  the  East  Riding  of  Vorkshire,  on  the  adiuinistration 
of  the  Factory  and  Workshop  Act,  1901,  and  the 
Factories  Act,  1937  (which  superseded  the  Act  of  1901 
on  1st  July,  1938). 


1. — Instectioxs  for  purposes  of  provisions  as  to  health. 
Including  inspections  made  by  Sanitary  Inspectors. 


rrennH.es. 

U) 


Xumbex  of 
Written.  Occupiers 
Inspections.  Xoticcs.  prosecuted. 
(•2)  (3)  (4) 


Factories  with  mechanical  pov.’er  ...  6 

Factories  without  mechanical  power  84 

f Other  Premises  under  the  Act 
(including  works  of  building  and 
engineering  construction  but  not 
including  outworkers’  premises)  — 


Total  40  Xul  Nil 


^Electrical  Station-  .sbould  be  reckoned  as  factories. 


2. — Defect.s  Found. 


Number  of 

Number  of  Defects  Defects  in 
Particulars  respect  of 

Keferrert  which  Prose- 
licroe- to  H.M.  cutionswere 
Found  died  Inspector  instituted 

Q)  (2)  (.3j  (4)  (5) 

Want  of  cleanliness  (S.  1)  ...  — — — — 

Overcrowd incr  (S.  2)  — — • — — 

Unreasonable  temperature  (S.  3)  — — — — 

Inadequate  ventilation  (S.  4)  . — — — — 

Ineffective  drainage  of  floors 
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Numlier  of 

Number  of  Defects  Defects  in 
Particulars  respect  of 

Referred  which  Prose- 
Reine-toH.M.  cutionsw'ere 
Found  died  Inspector  instiiuted 

(1)  (§)  (3j  (4)  (5) 

Sanitary  Cciiveniences  (S.  7)  : 

Insufficient  — — — — - 

Unsuitable  or  Defective  ...  — • — - — — 

Not  separate  for  sexes — — — — 

Other  oiiences  — — — — 

(Nob  including  offences  relating  to 
Homework  or  offences  under 
tlio  Sections  mentioned  in  the 
Schedule  to  the  Ministry  of 
Health  (Factories  and  "Work- 
shops Transfer  of  Pow’ers) 

Order,  1921,  .and  re-enacted  in 
the  Third  Schedule  to  the 
Factories  Act,  1937.) 


Total  Nil  Nil  Nil  Nil 


Outwork  in  Un whole soivie  Premises. 


(Section  108  of  Act  of  1901  ; Section  III.  of  Act  of  1937) 


Nature  of  Work. 

(1) 

Wearing  Apparel — • 

Making,  etc.  

Cleaning  and  washing  

Tfonsehold  linen  

I.ace,  lace  curtains  and  nets  

Curtains  and  furniture  hangings  ... 

Furniture  and  upholstery  

Electro-plate  

File  making  

Brass  and  brass  articles  

Fur  pulling  

Cables  and  chains  


Notices 
Instances,  served. 
(2)  (3) 


Nil  Nil 


Prosecu- 

tions. 

(4) 


Nil 
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Xature  of  ^Vorl^:. 

(1) 

Anchors  and  grapnels 

Cart  gear  

Locks,  latches  and  keys  

Umbrellas,  etc 

Artificial  llowers  

Xets,  other  than  wire  nets  

Tents  

Sacks  

llaccpiet  and  tennis  balls  

rai>er,  etc.,  boxes,  paper  bags  ... 
Brush  makincy  

O 

Tea  picking  

Ueatber  sorting  

Carding,  eto.,  of  buttons,  etc 

Stufied  toys  

Basket  making  

Cnocolates  and  sweetrueats  

Ccsa-jiies,  Christmas  crackers, 

Christmas  stockings,  etc 

Textile  V eaving  

Lampshades  


Kotices 
Instances,  served. 


(•2)  (3) 


Nil  Nil 


TrosecLi  ■ 
tions. 

(4) 


Nil 


Total 


Nil  Nil  Nil 


iSifinatnrt)  F.  G.  DOBSON, 

Medical  Officer  of  Health. . 


I ate  25th  Alay,  1939. 


ANNUAL  REPORT  OF  THE  SANITARY 
INSPECTOR  FOR  THE  YEAR  1938. 


To  the  Clhcurman  and  hMen\t)er%  of  the 
Bererlei/  liuraJ  District  Conned. 

Lady  and  Gentlemen, 

I liave  pleasure  iu  presenting  to  yen  my  Annual 
Keport  for  the  year  1938. 

SANITARY  CTRCUMSTANCES  OF  THE  AREA. 


WATER  SUPPLY. 

The  Yhater  Supply  of  the  District  is  obtained  from 
ii:any  sources.  In  the  agricultural  villages  M^ater  is  chiefly 
obtained  from  wells,  bores,  springs  and  rain-water  tanks, 
while  the  more  thickly  populated  areas  are  provided  with  a. 
iraiiis  supply. 

The  scuthern  area  cf  the  District  is  provided  with  a 
mains  supply  by  the  Hull  Corporation,  the  Ellcughton  and 
Ercugh  Water  Company  and  a small  private  company. 
Parts  of  the  eastern  area  are  also  supplied  by  the  Hinl 
Cerperation. 

Certain  Parishes  adjacent  to  the  Borough  of  Beverley 
ar(i  ])rcvided  Vvitli  a mains  sirppl}^  by  the  Council  and  various 
other  Parishes  in  the  northern  portion  of  the  District  have  a 
mains  supply  from  a small  private  works. 

Small  extensions  of  mains  have  been  carried  out  by 
l!i<’  Council  in  the  Parisli  of  Molescroft,  adjacent  to  the 
Borough  of  Bevei’ley,  to  meet  the  require]nents  of  building 
d.eveloprnent  in  that  locality 

The  scheme  to  supply  the  village  of  Lund  with  a mains 
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supply  of  water  was  coninieiiced  in  the  latter  part  of  the 
year  and  it  is  anticipated  that  the  Contract  will  be  completed 
by  the  early  part  of  1939.  The  scheme  will  supi>ly  all  but 
the  outlying  farms  in  the  Parish  and  for  the  benefit  of  these 
a Standpost  will  be  provided  at  a suitable  point.  In  order 
to  ejicourage  owners  of  property  to  give  their  tenants  the  full 
benefit  of  the  scheme  the  Council  have  undertaken  to  lay  a 
serxice  free  of  charge  from  the  main  to  the  boundary  of  the 
premises.  Owners  have  been  quick  to  appreciate  this  offer 
and  it  is  anticipated  that  by  the  time  the  scheme  is  completed 
e\ery  house  and  farm  within  reach  of  the  mains  will  be 
connected. 

The  proposed  Hunsley  Water  Scheme,  which  was 
c.rigiiially  designed  to  supply  the  High  Level  Wold  farms  of 
Walkington  and  Kowley,  together  with  the  Parishes  of 
Bi.'^hcj)  Burton,  Cherry  Burton,  Leconfield  and  Newbald,  has 
now  been  enlarged  to  include  the  additional  Parishes  of 
Beswick  and  Imckington  and  provision  is  made  in  the  scheme 
for  a future  supply  to  the  Parishes  of  South  Cave  and 
Ellerker.  This  scheme  is  being  undertaken  in  conjunction 
witli  the  Hcwden  R.D.C.  and  negotiations  are  necessarily 
•'•omplioated  but  it  is  hoped  that  the  full  detailed  scheme  will 
1.0  placed  before  the  Council  in  the  early  part  of  1939  so 
that  the  necessary  sanctions  may  be  obtained  and  the  work 
put  in  hand. 

DISTBIBUTIOX  OF  WATER  SUPPLIES. 

Areas  Receiving  a Piped  Supply. 


Ilesponsib'e 

U ndertakintr 

Hull  Corpora ticn  

Supply 

Area 

(Acres) 

37,731 

Percentages 
of  wliole 
List  riet 

41.1 

Population 
Served 
(1931  Ceil  K us) 

7,417 

Percenta 
of  Tot  a 
Populati 

46.6 

B.  VLiTey  R.D.C 

6,010 

6.6 

1,740 

10.9 

J)nitcn  Estate  Co. 

7,093 

7.7 

739 

4.6 

EToui’it'  u and  Brough 

Water  Comjjany  . 

2,.o08 

2.8 

1,551 

9.7 

Private  Companies  ... 

6,716 

7.3 

1,292 

7.8 

60,088 

65.5 

12,739 

79.6 
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Areas  Supplied  by  Private  Wells,  Boreholes,  Etc. 

31,400'  34.5  3,241  20.4 

Total  91,488  100.0  15,980  100.0 


BEVEKLEY  BUBAL  DISTBICT  COUNCIL 
WATEB  UNUEBTAKING. 

Quantity  or  Water  Supplied  during  the  Year  1938. 


Parisli  of  Woodniaiisey ; 

Queeiisgate  Boad  299,900  gallons 

Long  Lane  814,000  gallons 

Hull  Boad  9,000  gallons 

Parisli  of  Walkington  1,568,000  gallons 

Parisli  of  Molescroft : 

Driffield  Boad  4,140,820  gallons 

Pigliill  Lane  (1  quarter  only)  3,180  gallons 


Total  6,834,900  gallons 


An  increase  on  tlie  previous  year  of  2,597,380  gallons, 

SEWEBAGE  AND  DBAINAGE. 

Various  extensions  have  been  made  to  the  existing 
sewers  during  the  year  but  no  major  works  have  been 
undertaken. 

Tlie  Council  are,  however,  fully  alive  to  their 
responsibilities  in  this  matter  and  to  this  end  they  have  given 
instructions  for  the  preparation  of  a comprehensive  scheme  of 
Sewerage  and  Sewage  Disposal  in  the  Parish  of  Molescroft. 
This  lharish,  situate  on  the  Borough  Boundary,  is  rapidly 
developing  and  is  in  part  drained  to  the  Bi/rough  Sewer  bur 
I Ije  rciiiainder  is  (leiicndent  upon  cessjxmls  for  Sewage 
J)ispo'''al.  The  jjreliminai’y  details  of  the  scheme  liave  now 
been  s(;tlled  and  it  is  hoped  to  be  possible  to  present  the  full 
scheme  to  the  Council  in  1939  for  their  approval. 


15 


The  parishes  of  Ellonghton,  Braiitingham  (part), 
Swaiilaiul,  Xorth  Ferriby  and  Weltoii,  having  a combined 
acreage  of  10,252  and  a jmiDiilaticn  of  4,830'  (1931  Census) 
(which  is  a percentage  of  11.2  per  cent,  and  30.4  per  cent, 
of  the  area  and  popnlaticn  respectively)  have  complete 
'•ystenis  of  sewerage  ultimately  discharging  into  the  River 
lluml>er  through  various  outfalls. 

The  parish  of  Walkington  has  also  a proper  Sewage 
Disposal  Works  which  has  been  functioning  very  satisfactorily 
during  the  year. 

Constant  attention  is  being  paid  to  premises  within 
the  areas  served  by  the  various  sewerage  schemes  and  numbers 
of  these  have  been  re-drained  and  converted  to  the  water 
carriage  system. 

In  addition  to  the  various  piped  sewers,  the  Council 
also  maintain  over  5 miles  of  outfall  dykes,  which  are 
regularly  inspected  and  cleansed. 

REFUSE  COLLECTION  AND  DISPOSAL. 

The  Southern  Parishes  Refuse  Collection  Scheme, 
which  comprises  the  parishes  of  Elloughton,  Welton,  North 
Fr‘4Tiby  and  Sv/anland  has  now  been  in  operation  for  a year 
and  is  working  satisfactorily  but  difficulties  have  been 
experienced  due  to  the  rapid  growth  of  this  particular  part 
of  the  District.  In  order  to  cope  with  this  situation  it  has 
been  decided  to  purchase  a larger  vehicle  liaving  a capacity 
of  10  cubic  yards  and  this  new  vehicle  wull  be  put  into 
service  in  the  early  part  of  January  1939. 

Tlie  original  7 cubic  yard  vehicle  used  on  the 
Sc  them  Parishes  Scheme  is  to  be  transferred  to  a new  scheme 
^.lli  -h  will  commence  in  January  1939  to  serve  the  parishes 
of  Wolesmcft,  Woodmansey,  Walkington,  Bishop  Burton 
and  if  possible,  Cherry  Burton  and  Etton.  These  parishes 
pH  lie  within  easy  reach  of  Beverley  and  in  the  parishes  of 
Wcodnian=ey,  Mclescroft  and  Walkington,  a large  amount  of 
building  development  is  taking  place. 
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Eventiially,  as  time  and  circiiiiistaiices  permit,  these 
motorised  Refuse  Collection  Schem.es  will  gradually  he 
extended  until  the  whole  of  the  District  is  covered. 

As  a temporary  measure,  a private  contractor  has 
been  engaged  to  deal  with  the  parishes  of  South  Cave  and 
Ellerker,  but  these  parishes  will  ultimately  be  provided  with 
a motorised  Sicheme. 

A portion  of  the  parish  of  Wawne  is  also  served  by 
a private  contractor. 

In  order  to  assist  the  work  of  Refuse  Collection,  every 
encouragement  is  given  to  owners  of  property  to  convert 
Privy  Middens,  and  Pail  Closets  into  W'.Cs.  wherever  the 
necessary  services  are  available. 

All  refuse  is  disposed  of  by  means  of  controlled 
tipping,  and  these  tips  are  regularly  supervised  throughout 
the  year  so  as  to  ensure  that  the  work  is  carried  out 
satisfactorily. 

At  the  end  of  1938,  a population  of  6,0'29  will  be 
served  by  schemes  of  Refuse  Collection  and  the  introduction 
of  the  Beverley  District  Scheme  in  1939  will  increase  this 
figure  to  9,814.  (All  figures  are  based’  on  the  1931  Census 
over  which  there  has  been  a considerable  increase). 

HOUSING. 

The  activities  of  the  departmient  have  again  this  year 
been  mainly  concentrated  on  this  matter  but  it  is  regretted 
that  no  houses  have  yet  been  built  to  replace  those  houses 
whicli  have  been  condemned.  The  chief  cause  of  this  delay 
has  been  the  difficulty  in  obtaining  suitable  sites  but  at  the 
cud  of  the  year  the  District  Valuer,  acting  on  behalf  of  the 
Couimil  had  completed  negotiations  for  the  purchase  of  15 
sites  and  it  is  hoped  that  by  the  early  part  of  1939  the 
remainder  will  be  settled j 


17 


During-  the  year  33  Clearance  Areas  have  been 
declared  involving  109  houses  and  action  has  been  taken  in 
respect  of  74  houses  to  secure  either  their  Demolition, 
b losing,  or  the  giving  of  an  Undertaking  by  the  owners  to 
repair  to  the  satisfaction  of  the  Council. 

The  Public  Incpiiries  necessary  have  been  held  in 
connecticn  with  these  Clearance  Areas  and  confirmation  has 
been  received  from  the  Minister  of  Health  in  ocimection  with 
the  Areas  in  the  South-Western  Division  The  inquiry  for 
the  Xerthern  Division  was  heldi  towards  the  clcse  of  1938  so 
that  the  result  cf  this  Inquiry  cannot  be  given  in  this  Report. 

The  Council  have  now  completed  their  programme  so 
far  as  it  affects  houses  likely  to  be  demolished  or  closed  and 
this  will  enable  that  part  of  the  programme  dealing  with  the 
repair  cf  unfit  houses  to  be  put  in  hand. 

Every  effort  is  being  made  by  the  Council  to  secure 
t’le  repair  and  re-cenditioning  of  dwellings  but  considerab]'3 
difficulty  is  being  encountered  due  to  the  low  rents  charged, 
vcuiidi  in  u any  cases  makes  it  impossible  to  carry  out  the 
I equired  works  at  an  eccnomic  cost.  This  applies  particularly 
iii  the  case  of  the  so  aller  heuses,  consisting  generally  of  a 
I .i ving-r:.om,  .Scullery,  and  a Bedrccm  with  a small  lean-to 
i over  the  Scullery,  which,  although  designated  by  the 
c'.vner  and  occupier  as  a Redrcom  falls  considerably  short  of 
the  requirements  as  to  the  minimum  area  for  Bedrooms  and 
it  !s  un fortunate  that  this  type  ol  liouse  predominates  in  tlie 
Rural  District. 

4 he  duty  of  supplying  ]n-o])eity  owners  tvith 
Ih'.-niitfed  Xumbers under  the  j)rovisions  of  jtart  IV.  (d‘ 
Ilcu.sing  A<^  t,  1930,  lias  again  entailed  much  extra  Avork. 


HOUSING  STxVTISTICS. 

(1)  Inspection  of  dwelling-houses  during  the  year:  — 
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1 (a)  Total  number  of  dwelling-houses  inspected  for 

housing  defects  (under  the  Public  Health  or 
Housing  Acts)  405 

(b)  Number  of  inspections  made  for  the  purpose  487 

2 (a)  Number  of  dwelling-houses  (included  under 

sub-head  (1)  above)  which  were  inspected 
and  recorded  under  the  Housing  Consolida- 
tion Regulations,  1925  0 

(b)  Number  of  inspections  made  for  the  purpose  ...  0 

3 Number  of  dwelling-houses  found  to  be  in  a 

state  so  dangerous  or  injurious  to  health 
as  to  be  unfit  for  human  habitation  183 

4 Number  of  dwelling-houses  (exclusive  of  those 

referred  to  under  the  preceding  sub-head) 
found  not  to  be  in  all  respects  reasonably 
fit  for  human  habitation  129 

(2)  Remedy  of  Defects  during  the  year  without  service 
of  formal  notices:  — 

1.  Number  of  defective  dwelling^-houses  rendered  fit 
in  consequence  of  informal  action  by  the 
Local  Authority  or  their  Officers  3 

(3)  Action  under  Statutory  Powers  during  the  year  : — 

A.  Proceedings  under  Sections  9,  10  and  16  of  The 
Housing  Act,  1936: — ' 

(1)  Number  of  dwelling-houses  in  respect  of 

which  notices  were  served  requiring  repairs  0 

(2)  Number  of  dwelling-houses  which  were 

rendered  fit  after  service  of  formal 
notice : — * 

(a)  By  Owners  0 

(b)  By  Local  Authority  in  default  of 

Owners  0 
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B.  Brcx’eecliiigs  luicler  Public  Health  Acts:  — 

(1)  Xumber  ol'  dwelling-houses  in  respect  of 

which  notices  were  served  requiring 
defects  to  be  remedied  0 

(2)  Xumber  of  dwelling-houses  in  which  defects 

were  remedied  after  the  service  of  formal 
notices : — ■ 


(a)  By  Owners  0 

(b)  By  Local  Authority  in  default  of 

Owners  0 


C.  Proceedings  under  sections  11  and  13  of  the 

Housing  Act,  1936:  — 

(1)  Xumber  of  dwelling-houses  in  respect  of 

which  Demolition  Orders  were  made  17 

(2)  Xumber  of  Houses  demolished  in  pursuance 

cf  Demolition  Orders  2 

D.  Proceedino's  under  Section  12  of  the  Housino' 

o o 

Act,  1936:  — 

(1)  Xumber  of  separate  tenements  or  under- 

ground rooms  in  respect  of  v/hich  closing 
Orders  were  made  11 

(2)  Xuinloer  of  separate  tenements  or  under- 

ground rooms  in  respect  of  which  Closing 
Orders  were  determined  the  tenement  or 
room  having  been  rendered  fit  0 

(4)  Housing  Act,  1936 — Part  IV.  Overcrowding:  — 

A.  (1)  Xumber  cf  dwellings  overcrowded  at  the  end 

of  the  year  63 

(2)  Xumber  of  families  dwelline  therein  67 

(3)  Xumber  of  persons  dwelling  therein  350 

B.  Xumber  of  new  cases  of  overcrowding  reported 

during  the  year  Xil 
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C.  (1)  Xumber  ol  cases  cf  overcrowding  relieved 

during  the  year  8 

(^2)  Number  of  persons  concerned  in  sucb  cases  ...  50 


D.  Particulars  of  any  cases  in  which  dwelling-houses 

have  again  become  overcrowded  after  the  Local 
Authority  have  taken  steps  for  the  abatement  of 
overcrowdiiiD'  Nil 

O 

E.  Any  other  particalars  with  respect  to  overcrowding 

conditions  upon  which  the  Medical  Officer  of 
Health  may  consider  it  desirable  to  report  Nil 


SANITARY  INSPECTION  OF  THE  AREA. 
Total  number  of  inspections  made  4111 


Rutchers’  Shops  15 

Slaughterhouses  17 

Meat,  etc. — inspection 

Surrendered  3 

Cowsheds  54 


Dairies,  Milk  Shops  and  Milk  Stores 

Fish  Shops  

Housing  Act,  1936 — 

Part  II 


Reinsj^ections  

Other  Buildings  

Tnfectous  Diseases — 

Disinfection  

Reinspection  

Meetings,  Interviews  and 
Miscellaneous  Visits  , 

Nuisances  found  

Reinspections  

OfTensivo  Trade  Premises  . 


48 

3 

402 

29 

97 

667 

16 

17 

4 

1092 

34 

34 

0 
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Samples — 

Water  58 

Einiieut  6 

Shops  1 

Tips  42 

Wells  and  Boreholes  35 

Factories  and  Workshops  9 

Buildings  in  course  of  erection  243 

,,  Sites  17 

,,  Special  Visits  7 

,,  Foundations  82 

Completed  Houses  83 

Other  38 

Drains  Inspected  125 

llrains  Tested  3 

Dykes  and  Watercourses  51 

Dangerous  Structures  0 

Land  Surveys  142 

Sewage  Disposal  Works  80 

Sewers  69 

Council  Houses  273 

Water  Works  56 

Inspection  of  Contract  Work  151 

Temporary  Buildings  3 

Camping  Sites  1 


Total  4111 


XOTICES  SEPvVED. 

(Excluding  Housing) 


Frcliniimry — Completed  47 

Xot  completed  1 

— 48 

Statutory — Completed  2 

Xot  completed  0 


2 
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Works  carried  out  as  a result  ot  above  Notices:  — 


Cowslieds  and  Dairies  reconstructed  7 

Pail  Closets  converted  to  W.C.’s  3 

Defective  drains  re-laid  2 

Premises  connected  to  main  sewerage  system  8 

Offensive  accumulation  of  manure  removed  5 

Drains  cleansed  10 

Premises  provided  with  Piped  Water  Supply  5 

Smoke  nuisance — abated  1 

Premises  disinfested  1 

Cesspools  cleansed  6 
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INSPECTION  AND  SUPERVISION  OF  FOOD. 

Milk  and  Dairies  Order,  1926. 

During  the  year  a thorough  revision  of  the  Register 
of  Persons  engaged  in  the  Milk  Trade  has  been  carried  out 

o o 

and  it  is  now  found  that  the  total  number  registered  is  427. 

The  regular  routine  inspection  has  been  carried  out 
during  the  year,  of  Cowsheds  and  Dairies  throughout  the 
district,  and  Statutory  Notices  were  served  in  cases  where 
the  existing  premises  did  not  meet  the  requirements  of  the 
above  Order,  as  a result  of  which  a steady  improvement  has 
been  maintained  in  the  condition  of  milk-producing  premises 
generally,  and  as  a natural  result  of  this  improvement  many 
pi-oducers  have  taken  out  licences  for  special  designated  milk. 

Milk  (Special  Designations)  Order,  1936. 

A Supplementary  Licence  to  retail  Tuberculin  Tested 
Milk  has  been  issued  to  cne  milk  purveyor. 

J^UBLic  Health  (Meat)  Regulations,  1924. 

The  inspection  of  meat  is  systematically  carried  out 
week  by  week  throughout  the  whole  year,  according  to 
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notices  of  slaugliteriiig  received.  The  general  quality  of  the 
aniirals  slaughtered  is  very  good,  and  only  a very  small 
p.roportioii  of  the  meat  has  been  found  to  be  diseased  and 
uiiht  for  food. 


CARChA.SES  IXSPECTED  AND  CONDEMNED. 


Caltle,  Sheep 

excluding  and 


Cows. 

Cows. 

Calves. 

Lambs. 

Pigs. 

Number  killed  418 

90 

22 

1440 

755 

Number  insj^ected  228 

31 

18 

614 

391 

Number  killed  at 

Knackers’  Yards  80 

330 

350 

1100 

— 

.1//  Disease^  except  Tuberculosis 
Whole  carcases  condemned  — 

1 

1 

Carcases  of  which  some 
part  or  organ  was 

condemned  — 

— 

— 

— 

1 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than 

tuberculosis  — — — 0.0016  .005 

T tiherculosis  only  \ 

Whole  carcases  condemned  — — — — — 

C’arcases  of  which  some 
] art  of  organ  was 

condemned  — — — — — 

Per‘-enta?e  of  the  number 
inspected  affected  with 

tuberculosis  — — — — — 


Slaughter  Houses. 

Slaughtering  is  carried  out  in  a number  of  private 
slaughter  houses,  there  being  no  Public  Abattoir  in  the 
district.  The  slaughtering  is  constantly  under  supervision, 
however,  and  the  existing  premises  satisfactorily  meet  the 
requirements  of  the  district. 
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Total  number  of  slaughter  houses  ...  12 

Registered  5 

Licenced  5 

Knackers’  Yards  2 


Butchers’  Shops. 

All  butchers’  shops  are  regularly  inspected,  and  tlie 
general  standard  of  cleanliness  and  meat  storage  accommoda- 
tion is  satisfactory. 

Number  of  Butchers’  Shops  13 

Shops  Act,  1934. 

There  are  111  Shops  registered  in  the  district  and 
these  are  inspected  from  tim.e  to  tin;e  in  order  to  ensure  that 
the  requirements  of  the  above  Act  are  carried  out. 

G.  PALFREYMAN, 

Sanitary  Inspector. 


